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SOCIETY AFFAIRS 

CALIFORNIA SECTION 

The California Section, whose petition was favorably acted upon 
at the Convention of 1917, perfected its organization at a meeting 
in San Francisco on April 17, at which the following officers were 
elected: Chairman, G. A. Elliott, Chief Engineer, Spring Valley Water 
Company, San Francisco; vice-chairman, Charles Gilman Hyde, Pro- 
fessor of Sanitary Engineering, University of California, Berkeley; 
secretary-treasurer, George W. Pracy, Department of Operation and 
Maintenance, Spring Valley Water Company, San Francisco; addi- 
tional members of the executive committee: F. N. Isaacs, Secretary 
and General Manager, Hanford Water Company, Hanford, and C. 
G. Gillespie, Resident Engineer, Filtration Division, Sacramento. 

MINNESOTA SECTION 

The seventh meeting of the Section was held at the University of 
Minnesota, Minneapolis, on May 8, 1920. The total attendance 
was 25; the secretary reports that this attendance was disappointing 
on account of the few members from places other than the Twin 
Cities, but the character of the papers presented made the meeting 
one of the most successful held by the Section. The papers were: 

"Engineering Education for Water Works Men," Dean W. L. 
Jones, School of Chemistry and College of Engineering and Architec- 
ture, University of Minnesota. 

"Plans for Future Development of the Minneapolis Water Sup- 
ply," F. W. Cappelen, City Engineer, Minneapolis. 

"Uses and Misuses of the Probability Curve," W. L. Hart, As- 
sistant Professor of Mathematics, University of Minnesota. 

"Future Development of the St. Paul Water Supply," W. J. 
Kelsey, General Superintendent, Bureau of Water, St. Paul. 

"The League of Minnesota Municipalities and Its Water Supply 
Problems," E. L. Bennett, Secretary, Municipal Reference Bureau, 
Extension Division, University of Minnesota. 
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Round Table Discussions: Flushing of Water Mains; Prices in the 
"Water Works Field. 
The following resolutions were adopted: 

1. That the Section present to the National Association the propo- 
sition of securing space in the Journal for the Minnesota Section in 
which things of interest to the Section may be printed. 

2. That a member of the Minnesota Section be appointed to discuss 
with E. L. Bennett of the League of Minnesota Municipalities the 
question of a municipal building at the Minnesota State Fair, such 
building to house exhibits of various municipal activities. 

3. That the next meeting of the Minnesota Section be held at 
Duluth at a date to be fixed by the Executive Committee. 

At the meeting E. L. Bennett offered to publish in the Journal of 
the League of Minnesota Municipalities articles prepared by the mem- 
bers of the Minnesota Section, thus giving the Section an oppor- 
tunity to present information to municipalities throughout the State. 

The following officers were elected: Chairman, D. L. Reed, Mana- 
ger, Water and Light Department, Duluth, Minn.; vice-chairman, 
Lewis I. Birdsall, Superintendent Water Filtration Division, Water 
Works Department, Minneapolis; trustee, C. M. Crowley, Water 
Registrar, St. Paul, succeeding Mr. Birdsall, whose term had expired. 

STANDARD METHODS OP WATER ANALYSIS 

The fourth edition of "Standard Methods for the Examination of 
Water and Sewage," which has just appeared, was prepared by a 
committee with which Capt. Max Levine, a member of this Asso- 
ciation, was connected. This volume contains no changes from the 
third edition in the portions relating to methods of chemical analysis. 
In the sections relating to bacteriological examinations the following 
are the more important changes: New brands of peptone are author- 
ized; phenol-red method of hydrogen-ion concentration; 0.5 per cent 
of sugar specified for broths instead of 1 per cent; sterilization of 
sugar in media specified in greater detail; preparation of endo me- 
dium; synthetic medium for the methyl red test. The report is 
published at $1.25 in cloth binding and 60 cents in paper by the 
American Public Health Association, Boston. 
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ADDITIONS TO THE MEMBERSHIP 

Active Members 

Louis P. Allen, Superintendent Water Works, Johnson City, N. Y. 

George W. Bell, President Iowa City Water Company, Iowa City, 
Iowa. 

H. K. Barrows, Consulting Engineer, 6 Beacon Street, Boston, 
Mass. 

James P. Barry, Chief Hydraulic Engineer, Redwood Manufac- 
turers Company, 1600 Hobart Building, San Francisco, Calif. 

Arthur S. Bedell, Assistant Professor of Civil Engineering, Ro- 
berts College, Constantinople, Turkey. 

James A. Beaubier, Hydraulic Engineer, Weber Subterranean 
Pump Company, 50 East 42nd Street, New York, N. Y. 

John J. Blackford, Superintendent Water Works, 82 Maple 
Street, Yonkers, N. Y. 

Perkins Boynton, Chemist in charge, New Chester Water Works, 
115 West Mowry Street, Chester, Pa. 

W. R. Brewster, Superintendent of Construction, Suburban 
Water Company of New York, 86 Beekman Street, North Tarry- 
town, N. Y. 

Edmund P. Burke, Municipal and Sanitary Engineer, Room 301, 
73 State Street, Detroit, Mich. 

Charles H. Bull, Assistant Engineer, Department Water Supply, 
Gas & Electricity, 702 Madison Avenue, New York, N. Y. 

John Burt, Manager, Marin Municipal Water Works, 425 Fifth 
Avenue, San Rafael, Cal. 

Charles P. Casgrain, Manager Water Works, City Hall, Quebec, 
P. Q., Canada. 

Harry W. Clark, Chief Chemist, State Department of Health, 
Room 541 State House, Boston, Mass. 

Edward H. Collins, Chief Draftsman, Board of Water Commis- 
sioners, 232 Jefferson Avenue, Detroit, Mich. 

Thomas J. Connor, Superintendent Water Works, Gilbert, Minn. 

Aime Cousineau, City Sanitary Engineer, Health Department, 
City Hall, Montreal, P. Q., Canada. 

C. H. Currie, Consulting Engineer, Webster City, Iowa. 

David A. Decrow, Manager Water Works Department, Worth- 
ington Pump and Machinery Corporation, 115 Broadway, New 
York, N. Y. 
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Ernest Drinkwater, Consulting and Town Engineer, St. Lambert, 
North Montreal, P. Q., Canada. 

N. Randall Ellis, Valuation Engineer, City Attorney's Office, 
453 City Hall, San Francisco, Calif. 

George F. Gilkison, Chief Chemist, Water Department, 3632 Flora 
Avenue, Kansas City, Mo. 

R. D. Gladding, Gladding, Morrison & Orr, Municipal Engineers, 
Box 566, Wilson, N. C. 

Allan Keay Grimmer, Town Engineer, Temiskaming, P. Q., 
Canada. 

Charles Hale, Divisional Superintendent Water Works, 5 Woodstock 
Avenue, Montreal, P. Q., Canada. 

David McLean Hanna, Superintendent Department of Works, 
City Hall, Windsor, Ont., Canada. 

George H. Hartley, Norwood, Delaware County, Pa. 

Dr. Samuel F. Hassler, Superintendent Public Safety, 500 North 
Second Street, Harrisburg, Pa. 

Donald M. Hatch, Superintendent Water and Light, Wyandotte, 
Mich. 

Frank S. Hawken, Chemist, St. Louis Water Works, 3954 Greer 
Avenue, St. Louis, Mo. 

Charles Elliott Henderson, Manager, Morris Knowles, Ltd., 88 
Ouellette Ave., Windsor, Ontario, Canada. 

Geo. F. Hoag, Fire Prevention Engineer, Construction Division, 
U. S. A., Washington, D. C. 

John Philip Hogan, Consulting Engineer, 13 East 11th Street, 
New York, N. Y. 

S. J. Hunt, Assistant Secretary, Board of Water Commissioners, 
25 East Fifth Street, St. Paul, Minn. 

Harold S. Hutton, Sanitary Engineer, Room 1903, Commonwealth 
Building, Pittsburgh, Pa. 

Charles E. Jutz, Treasurer, St. Louis Water & Light Company, 
6600 Delmar, St. Louis, Mo. 

J. G. Kimmel, Assistant Engineer with Gannett, Seelye & Flem- 
ing, 262 Randolph Building, Memphis, Tenn. 

F. S. Kluttz, Consulting Engineer, Concord, N. C. 

Albert A. Laflin, Superintendent Water Works, St. Stephen, 
N. B., Canada. 

James Leslie, Canada Fire Underwriters Association, Coristine 
Building, Montreal, P. Q., Canada. 
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Dr. A. G. Long, Director of Laboratories, North Dakota State 
Department of Health, University, N. Dak. 

W. Z. McBride, Manager Water & Power Company, Vacaville, 
Cal. 

R. A. Maddock, Chemist and Bacteriologist, Box 114, Oshkosh, 
Wis. 

0. G. F. Markhus, Vice-President and General Manager, Artesian 
Hot and Cold Water Company, P. 0. Box 718, Boise, Idaho. 

Conrado E. Martinez, Consulting Engineer, 59 Obispo Street, 
Havana, Cuba. 

James Herbert Mendell, Superintendent Water Works, Man- 
chester, N. H. 

George Field Merrill, Superintendent Water Works, Greenfield, 
Mass. 

Thaddeus Merriman, Deputy Chief Engineer, Board of Water 
Supply, 2224 Municipal Building, New York, N. Y. 

W. Montgomery Mitchell, Assistant Superintendent, Board of 
Water Commissioners, 232 Jefferson Avenue, Detroit, Mich. 

Samuel Brooks Morris, Chief Engineer, Water Department, City 
Hall, Pasadena, Calif. 

Joseph W. O'Neil, Superintendent of Meters and Inspection, 
Department of Water, City Hall, Montreal, P. Q., Canada. 

Manley Osgood, Engineer, Detroit Bureau of Government Re- 
search, 100 Griswold Street, Detroit, Mich. 

Horatio Newton Baker, City Chemist and Bacteriologist, Main 
and Orange Streets, Jacksonville, Fla. 

George Porier, French Water Works, 227 Avenue Dubail, Shanghai, 
China. 

Capt. C. R. Potteiger, Camp Utilities, Camp Meade, Md. 

Frank L. Powers, President Board of Water Commissioners, 25 
East Fifth Street, St. Paul, Minn. 

Brice J. Robinson, Manager, Mutual Water Company, Atascadero, 
Calif. 

James W. Routh, Director, Bureau of Municipal Research, 25 
Main Street East, Rochester, N. Y. 

A. H. Sanderson, Superintendent Filtration Plant, Foot of John 
Street, Toronto, Ont., Canada. 

Abraham Schlavitz, Civil and Sanitary Engineer with Clyde 
Potts, 30 Church Street, New York, N. Y. 

C. I. Scofield, Canadian Fire Underwriters Association, 424 Coris- 
tine Building, Montreal, P. Q., Canada. 
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E. H. Shibley, Superintendent Port Costa Water Works, San 
Francisco, Calif. 

James Ralph Shields, Sanitary Engineer, 1623§ 17th Street, 
Sacramento, Calif. 

Thomas J. Skinker, Superintendent Chain of Rocks Filtration 
Plant, St. Louis, Mo. 

0. E. Smith, Consulting Engineer, Concord, N. C. 

John B. Sosnowski, Vice President Board of Water Commissioners, 
1093 E. Grand Boulevard, Detroit, Mich. 

Frank Newman Speller, Metallurgical Engineer, 1802 Frick 
Building, Pittsburgh, Pa. 

Frank H. Stephenson, Principal Assistant Filtration Engineer, 
Water Works Park, Detroit, Mich. 

Fred J. Stewart, Principal Assistant Engineer with M. G. Hall, 
Centerville, Iowa. 

Stephen Bond Story, Engineer, Bureau of Municipal Research, 
25 Main Street East, Rochester, N. Y. 

Earle Talbot, Secretary, Treasurer and General Assistant Super- 
intendent, Hackensack Water Company, Weehawken, N. J. 

H. A. Terrault, Engineer and Superintendent, Water Works, 
City Hall, Montreal, P. Q., Canada. 

J. W. Thompson, Contractor, Water Supply System, Port Wash- 
ington, N. Y. 

W. D. P. Warren, Consulting Engineer, Milliken Building, De- 
catur, 111. 

Paul J. Wells, Superintendent Parks and Public Property, City 
Building, Sioux City, Iowa. 

H. I. Westervelt, Assistant Engineer, Montclair Water Company, 
158 Ellison Street, Paterson, N. J. 

F. R. Woodward, Proprietor Water Works, Hill, N. H. 
Charles Young, Superintendent Water Works, P. 0. Box 176, 

San Francisco, Calif . 

Corporate Member 

Benecia Water Company, J. A. Wilcox, Chief Engineer, 603 Wells 
Fargo Building, San Francisco, Calif. 

Committee on Water Works, William R. Young, Registrar, 
Minneapolis, Minn. 

Western Reserve Water Company, 250 Fifth Avenue, New York, 
N. Y. 
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Associate Members 

G. J. Blanton, Chain Belt Company, Milwaukee, Wis. 

Buckeye Traction Ditcher Company, D. P. Royce, Sales and 
Advertising Manager, Findlay, Ohio. 

Samuel P. Felix, District Manager, Dravo-Doyle Company, 
1532 Commercial Trust Building, Philadelphia, Pa. 

Jenkins Brothers, Ltd., W. F. Trimble, Managing Director, 
103 Remi Street, Montreal, P. Q., Canada. 

Link-Belt Company, Chicago, 111. 

Hugh MacLean, Publisher of Trade and Technical Journals, 
347 Adelaide Street W., Toronto, Ont., Canada. 

Morgan B. Main, 304 North 27th Street, Camden, N. J. 

Neptune Meter Company, Ltd., 1195-7 King Street West, To- 
ronto, Ont., Canada. 

Weber Subterranean Pump Company, 50 East 42nd Street, New 
York, N. Y. 

DEATHS 

John Bogart, Consulting Engineer, New York; elected member 
May 14, 1892; died April 23, 1920. 

Col. Robert B. C. Bement, Honorary Member, St. Paul, Minn.; 
elected member April 18, 1888; died May 7, 1920. 

John Hargreaves, Government Hydraulic Engineer, Water Supply 
Department, Brisbane, Queensland, Australia; elected member 
June 8, 1916; died September, 1919. 

J. W. Neave, Superintendent Water Works, Salisbury, N. C; 
elected member May 31, 1917; died June, 1919. 



